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1, In the town of Sarate: proper (S1930IN, 45°55°E), there is no bridge across 
the Volge River. Tra.’ "Le across the Volga at Saratov is conducted by ferries | 
and large metor boats, The railway bridge across tha Volga is located about 4 
20 kns downstream fro: Saratov. This bridge is more than 2 lus long and eon= 
sists of eight or ning spans mensuring 300-350 m, The bridge spans the land 
on each side of the vi rer for a distance of several hundred netere beyond the 
bank; fleod waters periedically overflow the banks to a distance of 400 meters 
on each side, Two trucks of the main rail line te the erst cross the Volga 
by this bridge. Trafic over the bridge consists chiefly of shipments of 
foodstuffs, of1, and coal. During the war, the Germans attenpted to bomb the 
bridge several times hat nevar scored a hit. (June 1946). (Sec 
Sketch 4, for the exacs leeation of this bridge.) 95x] A2g 
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2. & single~treck rail 2iie wes built between Saratov and Sy2aran im 1942-43 by 
Trust Ne. 61 of the Pesple's Commissariat (now Ministry) of Railways, accord- 
ing to a former member of the labor gang employed in the construction. To 
the best of source's *.cwledge, the line had no automatic dlecking and was : 
not electrified, Tho line was semplated by December 1943. - 


3. A single treck rail “ie counecting Izhevsk ( 56°48'N, 53°10°E) with Holotoy 
was built between Dees tber 1943 and Merch 1946, oF 
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